

HIGH GRADE AUDIO CONNECTORS & CARLES 
XCALIBER PROFESSIONAL CONNECTOR SERIES 

With the intention and the drive to provide the highest quality of 
audio reproduction on stage, studio environment or in any other 
recording application, DAP Audio developed a complete range of pro¬ 
fessional audio connectors, adapters and prefab cables with gold 
plated connectors and a sturdy black-chrome finish. Reliability, dura¬ 
bility, minimisation of skin effect, extremely low capacitance, minimal 
inter-conductor capacitance and stability of the connections are the 
results of intensive research. Due to this, DAP Audio provides a 
lifetime warranty to all Xcaliber cables, connectors and adapters. 
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